
IAFM-0P5-HUP FT 80 COB for Project 2Q6 /i-00 (U) 

DDCSRM ABCSQPS-HMT 7 Dec 79 

ATTOi IAFM-RMB CW3 McGuire/ sjs/7127 

1* (u) Attached are drafted FI80 COB estimates for Project 2064-00. 

2. (C) Request you decrement the USA Operational Grcup the following amount to insure 
adequate funding of Project 2064-00 in PI 3&1012* 

$ 33,105. from attached estimate sheets {$ 7 ,110 TDI — $ 25,995 Other) 

$ 2.000. additional of required expenses from IGF 
$ 35,105. Total 

3 . (U) Project 2064-00 is not under the OPGON of the USA Operational Group. 
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